The disk that came with the box didn't read well and got progressively worse.
I read it 91 times.  It went downhill.
The main read here is from a different disk, sourced somewhere else.
However, I am confident that it is the same version and the same contents.
Even though no single original read worked, a working a2r/woz can be reconstructed.
When reconstructed, the sectors in the a2r match those of the replacement disk.
So it is (was) the same version.

To reconstruct the original Warship disk from these reads

Start with copy 5
from copy 2: replace track 0
from copy 7: replace track 18
from copy 3: replace tracks 1-2 and 4
from copy 1: replace tracks 6-8, A, C-12, 16, 1C, 20
and after that has been done:
from copy 47: replace tracks 2 and 4 (picks up T02S09 and T04S0F)

result will match the replacement disk

This has been done for you already with the reconstructed version.
But it's basically the same as just using the replacement disk.